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Foreword 


The  technological  and  trades  training  branch  of 
the  department  of  education  was  established  in 
April,  1963.  This  new  Branch  is  responsible  for  the  Insti¬ 
tutes  of  Technology,  the  Institutes  of  Trades,  the  Ontario 
Vocational  Centres,  the  Advanced  Technical  Evening  Class 
Programme,  and  the  programmes  for  the  retraining 
of  adults  under  the  provisions  of  the  Federal-Provincial 
Technical  and  Vocational  Training  Agreement. 

The  held  of  education  and  training  encompassed  covers 
a  wide  variety  of  courses  which  offer  opportunities  for 
students  who  graduate  from  the  Secondary  Schools  and 
wish  to  continue  studies  in  fields  of  specialization.  The 
programmes  are  designed  to  meet  the  needs,  interests,  and 
aptitudes  of  those  students  wishing  to  follow  careers  as 
craftsmen,  technicians,  or  technologists.  Graduates  of  these 
programmes  will  have  a  valuable  contribution  to  make  in 
meeting  the  requirements  of  industry  and  commerce  for 
a  continuous  supply  of  highly  trained  personnel  so  essential 
to  the  rapid  progress  of  Ontario  and  the  whole  nation  in 
these  times  of  accelerated  technological  change  and  in¬ 
creased  competition  in  world  markets. 


INSTITUTES  OF  TRADES 
AND  ONTARIO  VOCATIONAL  CENTRES 


At  the  present  time  three  Institutes  of  Trades  are  in  operation: 

Provincial  Institute  of  Trades 
21  Nassau  Street,  Toronto  2B 

Provincial  Institute  of  Automotive  and  Allied  Trades 
25  Wellesley  Street  West,  Toronto  5 

Provincial  Institute  of  Trades  and  Occupations 
37  Dartnell  Avenue,  Toronto  4 

By  September,  1964,  two  Ontario  Vocational  Centres  are  expected  to 
be  in  operation: 

Ontario  Vocational  Centre,  London 

Oxford  Street  East 

London 

Ontario  Vocational  Centre,  Ottawa 

Woodroffe  Avenue 

Ottawa 

In  addition,  construction  is  in  progress  on  a  Vocational  Centre  in 
Sault  Ste,  Marie,  and  plans  are  being  prepared  for  the  construction  of 
Vocational  Centres  in  Hamilton  and  the  Niagara  Peninsula.  In  the 
following  pages  of  this  booklet  the  names  Ontario  Vocational  Centre 
and  Institute  of  Trades  are  synonymous. 


COURSES  OFFERED 


1.  Apprenticeship  Courses 

The  following  courses  in  the  designated  trades  are  offered  in  co¬ 
operation  with  the  Department  of  Labour: 


Auto  Body  Repair  and 
Refinishing 
Barbering 
Bricklaying 
Carpentry 
Chef  Training 
Electrical  Wiring  and 
Installation 
Hairdressing 
Lathing 
Millworking 


Millwright 

Motor  Vehicle  Repair 
Painting  and  Decorating 
Plastering 
Plumbing 

Refrigeration  and  Air-conditioning 
Sheet  Metal  Work 
Steamfitting 

Structural  Steel  Drafting 
Watchmaking 
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Details  of  the  Apprenticeship  Training  Programme  may  be  obtained 
from  the  Director,  Apprenticeship  Branch,  Ontario  Department  of 
Labour,  8  York  Street,  Toronto. 

2.  Pre-Apprenticeship  Courses 

These  courses  may  be  offered  in  the  trades  listed  under  Apprenticeship 
Courses.  They  will  be  five-month  courses  and  graduates  will  be  allowed 
full  credit  for  this  length  of  time  towards  their  apprenticeship  period. 
The  admission  requirement  is  grade  10  standing  or  the  equivalent. 


3.  Trade  and  Business  Courses 

To  meet  the  requirements  of  Industry  and  Business  the  courses  listed 
below  will  be  offered  PROVIDED  THE  FACILITIES  ARE  AVAIL¬ 
ABLE  AND  THERE  IS  A  SUFFICIENT  NUMBER  OF  QUALIFIED 
APPLICANTS.  Other  courses  will  be  developed  as  the  need  arises. 


Adding  Machine  Servicing 
Commercial  Art 
Diamond  Setting 
Electric  Motor  Repair 
Electronics  I 
Engineering  Drawing  I 
Engraving 

Heavy  Duty  Equipment  (Diesel) 
Horticulture  and  Gardening 
Horticulture  and  Landscaping 
Industrial  Chemistry 
Industrial  Electricity 
Industrial  Electronic  Control 

Accountancy 
Bookkeeping 
Business  Machines 
Clerical 


Instrumentation 

Jewellery  Arts 

Machine  Shop  (Machinists) 

Marine  Engineering 

Marine  Navigation 

Oil  Burner  Servicing 

Signwriting 

Small  Engine  Repair 

Tool  and  Die  Making 

Typewriter  Servicing 

Waiter  and  Waitress  Training 

Welder  Fitter 

Welder  Operator 

Journalism 

Retailing  and  Marketing 
Secretarial 

Selling  and  Advertising 


A  leaflet  giving  further  details  of  the  courses  listed  in  sections  1,  2, 
and  3  above  is  available  on  application  to  any  Vocational  Centre. 


4.  Technician  Courses 

In  order  to  meet  the  present  and  future  requirements  of  industry  for 
a  supply  of  qualified  technical  personnel  it  is  proposed  to  offer  in  the 
Ontario  Vocational  Centres  a  variety  of  courses  at  the  technician  level. 
Where  appropriate,  the  Technician  Courses  will  be  developed  into  two- 
year  courses  and  the  courses  of  study  will  be  designed  to  provide: 
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(i)  the  maximum  possible  credit  for  those  graduates  wishing  to 
apply  for  certification  as  Engineering  Technicians  by  the  Asso¬ 
ciation  of  Professional  Engineers  of  Ontario 

(ii)  the  educational  prerequisites  for  suitably  qualified  graduates  to 
obtain  direct  entry  to  the  second  year  of  an  appropriate  Engineer¬ 
ing  Technology  course  at  an  Institute  of  Technology. 

The  following  Technician  Courses  are  offered  at  the  present  time 

and  others  will  be  developed: 

ADMISSION  REQUIREMENTS 

A.  Architectural  Drafting— Any  one  of 

(a)  The  Ontario  Secondary  School  Graduation  Diploma  of  the 
Technical  Course  of  the  Continuing  Programmes  of  Study,  desig¬ 
nated  Architectural  Drafting 

(b)  The  Ontario  Secondary  School  Graduation  Diploma  of  the 
Science,  Technology,  and  Trades  Branch,  designated  Architec¬ 
tural  Drafting 

(c)  Successful  completion  of  a  special  preparatory  course  at  an 
Ontario  Vocational  Centre 

(d)  Qualifications  considered  by  the  Board  of  Admissions  of  the 
Vocational  Centre  to  be  of  equivalent  standing 

B.  Electronics  (Radio  and  Television  Servicing)  and 

C.  Electronics  (Communications)— Any  one  of 

(a)  The  Ontario  Secondary  School  Graduation  Diploma  of  the 
Technical  Course  of  the  Continuing  Programmes  of  Study, 
designated  Applied  Electronics 

(b)  The  Ontario  Secondary  School  Graduation  Diploma  of  the 
Science,  Technology,  and  Trades  Branch,  designated  Applied 
Electronics 

(c)  Successful  completion  of  a  special  preparatory  course  at  an 
Ontario  Vocational  Centre 

(d)  Qualifications  considered  by  the  Board  of  Admissions  of  the 
Vocational  Centre  to  be  of  equivalent  standing 

D.  Construction  Technician  Course— Any  one  of 

(a)  The  Ontario  Secondary  School  Graduation  Diploma  of  the 
Continuing  Programmes  of  Study,  provided  the  applicant  has 
obtained  standing  in  Mathematics  and  Physics 

(b)  The  Ontario  Secondary  School  Graduation  Diploma  of  any 
Four-Year  or  Five-Year  course  of  the  Reorganized  Programmes 
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of  Study,  provided  the  applicant  has  obtained  standing  in 
Mathematics  and  Physics 

(c)  Successful  completion  of  a  special  preparatory  course  at  an 
Ontario  Vocational  Centre 

(d)  Qualifications  considered  by  the  Board  of  Admissions  of  the 
Vocational  Centre  to  be  of  equivalent  standing 

E.  Mechanical  Engineering  Drawing— Any  one  of 

(a)  The  Ontario  Secondary  School  Graduation  Diploma  of  the 
Technical  Course  of  the  Continuing  Programmes  of  Study, 
designated  Mechanical  Drafting 

(b)  The  Ontario  Secondary  School  Graduation  Diploma  of  the 
Science,  Technology,  and  Trades  Branch,  designated  Mechanical 
Drafting 

(c)  Successful  completion  of  a  special  preparatory  course  at  an 
Ontario  Vocational  Centre 

(d)  Qualifications  considered  by  the  Board  of  Admissions  of  the 
Vocational  Centre  to  be  of  equivalent  standing 
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INSTITUTES  OF  TECHNOLOGY 

COURSES  OFFERED 


The  Eastern  Ontario  Institute  of  Technology,  Ottawa 
200  Lees  Avenue,  Ottawa,  Ontario 

Three-Year  Diploma  Courses  in  Biochemical  Technology,  Chemical 
Technology,  Civil  Technology,  Electronic  Technology,  Mechanical 
Technology,  and  Business  Administration 

The  Hamilton  Institute  of  Technology 
196  Wentworth  Street  North,  Hamilton,  Ontario 

Three-Year  Diploma  Courses  in  Control  Systems  Technology,  Elec¬ 
tronic  Technology,  Industrial  Management  Technology,  Mechanical 
Technology,  Textile  Technology,  and  Business  Administration 

The  Northern  Ontario  Institute  of  Technology,  Kirkland  Lake 
118  Government  Road  East,  Kirkland  Lake,  Ontario 

Three-Year  Diploma  Courses  in  Civil  Technology,  Chemical  Tech¬ 
nology,  Electronic  Technology,  Mechanical  Technology,  and  Busi¬ 
ness  Administration 

The  Western  Ontario  Institute  of  Technology,  Windsor 
815  Mercer  Street,  Windsor,  Ontario 

Three-Year  Diploma  Courses  in  Chemical  Technology,  Electronic 
Technology,  Mechanical  Technology,  and  Business  Administration 

Provincial  Institute  of  Mining 
Haileybury,  Ontario 

Three-Year  Diploma  Course  in  Mining  Technology 


ADMISSION  REQUIREMENTS 

1.  Admission  to  Engineering  Technology,  Management  Tech¬ 
nology,  Textile  Technology,  or,  Business  Administration— 
Any  one  of 

(a)  The  Ontario  Secondary  School  Graduation  Diploma  of  the 
General  or  Technical  Course  of  the  Continuing  Programmes  of 
Study,  provided  the  applicant  has  obtained  an  overall  average 
of  at  least  sixty  per  cent  in  English,  Mathematics,  Physics,  and 
Chemistry,  in  grades  11  and  12 

(b)  The  Ontario  Secondary  School  Graduation  Diploma  (grade  12) 
of  any  Five-Year  Programme  of  the  Reorganized  Programmes  of 
Study 

(c)  Qualifications  considered  by  the  Board  of  Admissions  of  the 
Institute  to  be  of  equivalent  standing 
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2.  Admission  to  the  Second  Year  of  any  Three-Year  Engineering 
Technology  Diploma  Course  (except  Mining  Technology)  — 
Any  one  of 


(a)  The  Graduation  Diploma  of  the  special  grade  13  Engineering 
Technology  Course  offered  in  certain  Secondary  Schools,  pro¬ 
vided  the  applicant  has  obtained  an  overall  average  of  at  least 
sixty  per  cent 

(b)  Certificates  showing  successful  completion  of  the  following  sub¬ 
jects  of  the  Reorganized  Programmes  of  Study: 

Grade  13  English  Composition,  English  Literature,  Trigo¬ 
nometry  and  Statics,  Geometry,  Algebra,  Physics, 
and  Chemistry 


Grades  11  and  12  Electricity  of  the  Five-Year  Programme  of 
the  Science,  Technology,  and  Trades  Branch 

Grade  11  Mechanical  Drafting  of  the  Five-Year  Programme 
of  the  Science,  Technology,  and  Trades  Branch 

Note  1.  It  would  be  to  the  advantage  of  the  student  to  choose 
grade  11  Electronics  of  the  Five-Year  Programme  of 
the  Science,  Technology,  and  Trades  Branch  as  the 
third  technical  subject 

Note  2.  Students  must  have  an  overall  average  of  at  least  sixty 
per  cent  in  the  subjects  listed  above. 


The  Advanced  Technical  Evening  Class  Certificate,  provided  the 
applicant  has  obtained  an  overall  average  of  at  least  sixty  per 
cent  in  the  following  subjects: 

English  I  Electrical  Fundamentals 

Mathematics  I  Technical  Drawing  I 

Mathematics  II  Electronic  Fundamentals 

Physics  I  General  Chemistry 

Mechanics  I 


(d)  Graduates  from  Ontario  Vocational  Centres  in  certain  technician 
courses  which  are  being  developed 

(e)  Qualifications  considered  by  the  Board  of  Admissions  to  be  of 
equivalent  standing 


3.  Admission  to  the  Second  Year  of  the  Three-Year  Business 

Administration  Course— Any  one  of 

(a)  The  Graduation  Diploma  of  the  special  grade  13  Business  Course 
offered  in  certain  Secondary  Schools,  provided  the  applicant  has 
obtained  an  overall  average  of  at  least  sixty  per  cent 

(b)  Certificates  showing  successful  completion  of  the  following  sub¬ 
jects  of  the  Reorganized  Programmes  of  Study: 
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Grade  13  English  Composition,  English  Literature,  Mathe¬ 
matics  of  Investment,  Accountancy  Practice,  and 
any  two  other  subjects 

Grade  12  Business  Finance  or  Data  Processing  of  the  Five- 
Year  Programme  of  the  Business  and  Commerce 
Branch 

Economics  and  Business  Law  of  the  Five-Year 
Programme  of  the  Business  and  Commerce  Branch 

Grade  9  Typewriting  I  of  the  Five-Year  Programme  of  the 
Business  and  Commerce  Branch 

Note — Students  must  have  an  overall  average  of  at  least  sixty 
per  cent  in  the  subjects  listed  above 

(c)  Qualifications  considered  by  the  Board  of  Admissions  of  the 

Institute  to  be  of  equivalent  standing 

Note  1.  On  April  1,  1964  Ryerson  Institute  of  Technology  was 
re-named  Ryerson  Polytechnical  Institute  and  now 
operates  under  a  Board  of  Governors.  Enquiries  re¬ 
garding  courses  offered  and  admission  requirements 
should  be  directed  to  the  Registrar  of  that  Institute,  at 
50  Gould  Street,  Toronto. 

Note  2.  Enquiries  regarding  courses  offered  and  admission  re¬ 
quirements  at  the  Lakehead  College  of  Arts,  Science 
and  Technology  should  be  directed  to  the  Registrar  of 
the  College,  at  Oliver  Road,  Port  Arthur,  Ontario. 
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EVENING  COURSES 


1.  Advanced  Technical  Evening  Class  Programme 

This  programme  has  been  reorganized  in  order  to 

(a)  make  it  more  practicable  for  a  Principal  to  organize  courses  at 
the  advanced  levels 

(b)  achieve  complete  co-ordination  with  the  Syllabus  of  Examina¬ 
tions  for  Engineering  Technology  of  the  Association  of  Profes¬ 
sional  Engineers  of  Ontario 

(c)  enable  qualified  graduates  of  a  special  grade  1  Certificate  Course 
to  obtain  direct  entry  to  the  Second  Year  of  an  engineering 
technology  course  at  a  Provincial  Institute  of  Technology  (see 
page  10,  item  2(c)) 

Details  of  these  revisions,  to  be  effective  September,  1964,  are  con¬ 
tained  in  the  Department  of  Education  Memorandum,  1963-64:50, 
dated  February  6,  1964. 

2.  It  is  proposed  to  introduce  other  evening  course  programmes  extending 
over  a  period  of  years,  in  order  to  enable  persons  presently  employed 
to  attain  qualifications  equivalent  to  those  awarded  to  graduates  of 
the  full  time  craft  and  technician  courses  offered  at  the  Ontario 
Vocational  Centres. 


ADULT  RETRAINING  COURSES 
(PROGRAMME  5) 

At  the  present  time  there  are  more  than  thirty-five  centres  throughout 
Ontario  offering  courses  under  the  provisions  of  Programme  5  of  the 
Federal-Provincial  Technical  and  Vocational  Training  Agreement  de¬ 
signed  to  train  or  retrain  unemployed  persons.  Skill  courses  of  short 
duration,  with  varying  admission  requirements,  are  available  to  train 
persons  in  a  wide  variety  of  occupations.  In  addition,  basic  courses  in 
English,  Mathematics,  and  Science  are  available  to  upgrade  the  education 
of  adults  who  lack  the  admission  requirements  to  the  skill  courses. 

Persons  wishing  to  enrol  in  one  of  these  courses  should  apply  in  the 
first  instance  to  the  local  office  of  the  National  Employment  Service. 
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